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INSTRUCTIONS FOR OPERATING 


eof Generator In a Mmhting socket. Either 
direct or alternating current Is satisfactory. Turn on satner 
at lent. Then. in Electrode in hard rubber. handle op 
Generator, Turn adjustment knob on top plate of Genemates 
fo the right, or clockwise, until vibrating apring wineie oo 
operate ‘The farther the knob is turned tn. the erentee the 
Strength of the ¢ & Should the current “not come. 
through. Into the E mediately, hold the Electrode 
in the hand for a short time to warm it up, ‘Turning te 
adjustment knob to the left shuts off the Generator me 
Adjustment knob is not a switch: it does not shut off tie 
current, but is simply to regulate the amount of correct 
jellvered by the Generator. 

As soon as through using. turn off current at lamp socket. 
he Generator stops when current is not turned off te 
nd urrent at electric light socket before com: 

just the controlling knob: otherwise, an arc may’ 
at_the contact points and serious damage, may 
incur to the Generator. 


DMPORTANT—TO GET MAXIMUM STRENGTH YRom 
ELECTRODE, ALWAYS HOLD END OF HANDLE NEAR. 
EST CORD. 

Always Insert Electrode with a straight push. Don’t twist, 
Remove with straight pull. Don't twist 

Never use this Generator when in a bath tub or when 
grounded by means of a radiator, electric Axtures, water pipes, 
ete. 

Never use the Generator on the scalp when hair has been 
treated with n tonic containing more than 40% alcohol. 

Do not oil this Generator under any circumstances. It 
does not require ol 

Should Generator get out of order, send it to us for re- 
pairs. We will not be responsible for instruments that have 
been tampered with elther by the purchaser or some elec. 
trical repair concern. 

Should the Electrode at any time not give off a spark when 
Generator Is operating. the fault is with the Electrod 
has gotten into It and destroyed the vacuum. 
likely In some way been cracked. although the crack may not 
be visible. In the event that Generator or Electrode ts not 
Working properly. we suggest that you write us immediately, 
telling exactly what the conditions are. This may avoid t 
Recessity of returning Generator to us. 

Talcum powder should be dusted over the surface of body 
being treated, to allow free movement of glass electrodes. 


INSTRUCTIONS FOR OPERATING OUR 
OZONE GENERATOR NO. 25 


Ozone Generators are packed with nose plece attached; 
Ancluded separately ts a small glass plece with flat disc end 
for inbalations through mouth. ‘Thin nose plece may be re- 
moved from rubber coupling and mouthpiece inserted. Place 
rubber bulb on glass tip at lower part of barrel of generator. 
Mince one teaspoonful of Pineneedle oll in upper chamber bY 
Astaching noxe piece and using funnel. This oll will last for 
A conulderable length of tim 

Invert stom of ozone generator in handle of Violet Ray 
Keherator, same as any other electrode. Hold barrel chamber 
of oxone generator firmly in left hand, ‘This causes sparks 
fo Jump from inner vacuum to outer wall, creating the ozone, 
Torn on current and agitate bulb with right hand, This 
forcen the ozone Into the upper chamber, where it in fitered 

Tous the oll, A pleasing, purifying, powerful agency re- 
mul 


INSTRUCTIONS FOR USING METAL 
SATURATOR ELECTRODE 


Turn on current by means of adjusting knob. 
Gras) matal electrode trmiy in the hand and insert tn hand 
gf Ranorator., Pull out aeccrode before, turnine om currem 

Tot live this slectrode when, In contact with metal oF 
‘means of water or electrio Mxtures. Do 
to adjont- controlling knob with one hand 
the electrode from the handle, 





TREATMENT CHART 


The following directions for the application of High Fre. 
quency Klectric Hed from the highest authorities 
on the subject. To obtain the bent results, treatment onecta 
be taken strictly In accordance with this Chart 

A singie application of High Frequency Electricity, while 
it may give ® r fe expected to mccdrapliah 
miractes any medicine. It rust 
be followed t regular intervais to 
obtain the 

In treating surface of the body, always keep the Electrode 
moving slowly 

High ty Js & germicide, yet ordinary 
sanitary rules must be followed in the care of Electroden To 
sterilize them, Immerse in weak olution of carbolle acta oe 
In Lysol. Then wipe thoroughly with clean cloth or absore 
ent_ cotton. 

Every Electrode throws a spark if held away from the 
body. ‘The farther away the Electrode is held, the longer the 
spark and more caustic. 

Never insert or Ve an Electrode from an orifice of the 
body while the current Is turned on 

Electrodes that are to be used Internally should be lubri 
cated with cold cream or vaseline before inserting, 

Thefollowing terms will be used below: 
CONTACT—Means keeping the Electrode in @trect contact 

with the body. 

LOOSE CONTACT—Means that the Electrode barely touches 
the body. This may be obtained by wrapping the elec: 
trode in a handkerchief, plece of chamois or linen: 

WHEN ONE-QUARTER INCH SPARK js mentioned, turn 
the adjustinent knob on the Generator so that the Elec- 
trode will throw a spark when held one-quarter inch 
away from the body and no farther. 

FOR ONE-HALF INCH SPARK, adjust the knob so that the 
Electrode will throw a spark to the body when it Is held 
one-half inch away. 

A MILD CURRENT Is when the Generator is just operating, 
and a STRONG CURRENT is when the adjustment kno 
is screwed in completely. 

MEDIUM CURRENT is when adjustment knob is screwed in 
about halt way. 

‘To obtain one-quarter inch spark, treatments may be taken 
through the clothing approximately one-quarter inch In thick- 
ness, etc, causing the spark to Jump through the clothing to 
the body—or, if one-haif inch spark is desired, treat through 
One-half inch of clothing. 

in all cases use a current which 1s tolerable by the patient 
Af strong current is not tolerable at first use a medium cur- 
Fent. It will be found that patient can stand much stronger 
Surrent after first few treatwents, 

NOTE—For more complete directions and technique for 
treating over 200 diseases and symptoms in which High Fre- 
quency hax beeg employed, we would refer you to “A. Work- 
ing Manual of High Wrequency Currents (by DR. NOBLE 
M. EBERHAKT), who tx the highest authority In the world 
on this subject. 320 pages (over 60 of ih 
Fifth and new edition,  Handsomely 
Postage, 10 cents, 

arront growth of abscesses, uso Electrode 
Ro. 4 in contact with the surface of thy 





ALOPECIA (FALLING ATR) over the entire 
eal with Blectrode No. 2. ing rapidly. Use Tor'¢ 
Or € minutes twice daily edium current, keeping 


@ with a medium current 
than"G mlndtes nok wreete 

Je, inverted. before correcents 

‘reat also with Electrode Norns, gereane, ie 
Tower part of spine, dally for 2 saitadts, ntact 


ANEMIA—Treat over the entire body through thin clothing, 
Pith as strong current as possible to stand, twice wane, 
for 7 minutes each treatment. Treat particularly sayy 
the entire length of spine, with as strong curest oe 
possible, using Electrode No. 15. Results should Ge nee 
Hced in ‘either 10 to 12 days’ treatment, Ozone invaletincs 
twice daily with Ozone Generator for § minutes’ tone 
ment are of exceptional value. 

ARTERIOSCLEROSIS (Hardening of the arteries)—Hold 
metal Electrode in the hand for 10 minutes twlee dette 
Use a strong current. This saturates the body with tee: 
tricity and gives the arteries a cellular massage wien 
Mill lower the blood pressure and soften the Sorter 
‘Treatment over the entire body with Electrode Ney 
with mild current is also very beneficial. Be carci of 
your diet. Don't over-eat. 

ASTHMA—Treat over the chest and throat glands with Elec- 
trode No. 4 in light contact, for 10 minutes. dally, with 
as strong current as possible, tll surface reddens” Kise 
treat over the back between’ shoulder bindes and dows 
as far as walst-line. OZONE inhalations should be taken 
twice daily, for § minutes, from OZONE Generator. 

ATAXIA—Apply to the spine, abdomen and back of legs 
with Electrode No. 1, Treat first with daily treatments 
for 10 minutes with as strong current as patient will 
tolerate, in loose contact with the body. Gradually de- 
crease treatments to three times a week 


ATONIC DILATION of the 
hi 


ATROPHY of the OPTIC NERVE—Ciose the eyes and 
Electrode No. it or 17. with a mild current tan tees 
minutes three times daily. Hold"the Biectrader ty ieee 
Gontact with, the eye-ilds, and donot teen on tutioet 
Uni lectrode ts im contact with thers, ‘Tarn Om SuITent 
before removing 

ANUS, FISSURE OF_Use Electrode No. 6 with medium 
gurrent, “daily: never" over E, ininavea aati tremteaent 
urn oft current before inserting or femoving lateek 

BALDNESS—(See ALOPECIA) . 

BARBER'S FTCH (S¥COSIS)-—Tie handkerchief or piece of 
Unen ‘ver Wlectrode No.1 and treat over te endiee ous 
fice affected, in light contact. with a strong eurrent, $40 
§ minutes. twice dally-"“Treai until you obeeree asta 
tion (of ‘tinkue, “and should. face. ‘become "a Wise hee 
lepechen the tee between trentmenta : 

(@uRUMCULOSIS)—Cover reasonable surface aroun 
the Boll au Wwall-au on the bolt itscle with Biectsode we 
rqithn medium currént. for 10 misuse 

Soreness should be'remmaved tn ono"a tie 

Lreamente, and the bolt will come {S'n head such quickes 
Feat with Electrode No, 1 ver the. chest 

nd ack: for 10 minutes four tines dally "rete wit t 
ironi ciurrent ‘through one-quarter Inch’ clethieg” wth 
rice reddena.. OZONE inhiations ‘fom GLONE. eee 
erator whould be weed, and are invaluable ts the erenusent 
Sf Bromchitia. Wellet snovla be felt after’ Sas os eae 


eat over the surface with Electrode No.1 
somuact, with & strong current, for five ‘mlautes 
Considerable time in rea remove Birth 
and treatments must be persistent. 
« 





Local treatment over the 
h Hilectrode No. 1 with strony 
RAC, for five minutes twice dalig 


iso used with excellest results, Sin 
twice daily, with medium curred. ne 

fammation is removed and urine clears very geidly a 
BLACKMEADS—Use Electrode N 


in contact with medium 
Current, twice dally, for five : 


‘or seven minutes. Ordinary 
missage treatment may be used in conjunction with tt 
treatment of High Frequency, Face should, be thine 
jeansed with good quality soap and hot water 

plying Violet Ray. 
immediately after the burn, directly on the 
burned urea, with Mlectrode No. 1 with’ medium corront 
for u e minutes. Following this with treatment 
of more nd strength for one-half nour. This 
will rem «8 from the burn and he 0 heal 
VETS ip it to heal 

BUNIOMS—Use Electrode No, 1 or 16 in loose contact with 
the Bunton, for 5 minutes, twice dally, using @ strong or 
medium current. Soreness is removed very quickly, also 
the swelling. 

BLEPHARITIS (GRANULAR EBYE-LIDS)—Use same treat 
ment as for Atrophy of Optic Nerve. 

CALLOUSES OR CORNS—Treat with Electrode No. 1 or 14 
with a long, sharp spark, with as strong current as pos- 
sible to stand, directly on the callous, for three or four 

nutes twice dally. Besides removing soreness almost 
immediately, it will remove the corn or callous if treat- 
ment 1s persistent. 

CANKERS—Use Electrode No. 1 in contact with a medium 
current, twice dally, for three minutes each treatment. 

CARBUNCLES—Treat with Electrode No. 1 in contact, with 
& medium current for seven minutes, twice each day. 
Also treat around intlamed area, keeping Electrode mov. 
ing rapidly back and forth. This should make an appre- 
clable difference in the pain and promote an early ripen- 
ing of the carbuncle. 

CARCINOMA (MILD CANCER)—Kemoval of cancer requires 
application of No. 14 Electrode with shower of hot sparks 
causing caustic fulguration. Do not treat unless under 
supervision of physician. 

CATARACT—Beneflt may be expected from the High Fre- 
quency current in a reasonable percentage of cases if 
applied In the early stages of cataract. For treatment, 
seo Kye Diseases. 

CATARRH—Inhalations from ozone generator twice dally for 
ten minutes’ duration each treatment, also treat bridge 
of nose and forehead with No. 1 in contact. Rellet may 
be expected in every case and cure in a large percentage 
of cases, 

CHAPPED HANDS OR FACE—Use Electrode No. 1 in con- 
lact for seven minutes daily with a medium current mov- 
ing slowly over chapped area. This treatment should be 
used in conjunction with creams, etc. 

CERVICITIS—Five minute treatments every other day with 
Electrode No. 9 for never more than fve minutes’ dura- 
ation each treatment. Use a mild current. Care must be 
taken that electrode makes contact with cervix. 

CHILBLAINS—Use No. 1 Electrode with a current strength 
capable of producing one-half inch spark. Keep the elec 
trode in contact with the skin, moving it slowly as de- 
sired, ‘Treat for ten minutes until relief ts manifested 
and repeat daily. A cure may reasonably be expected In 
practically every case 

OHOREA (ST. VITUS’ DANCE)—General treatment with & 
sharp, stimulating spark to the spine, abdomen, and ox- 
tremities for about fifteen minutes ‘every other day. 
‘Treat through the el ‘Ozone from 
erator with threo-minul 
adjunct. 


EXTREMITINS—Uning Electrode No. 1 held one-quar~ 
ter inch above the gurface with a strong curront until 
the surface reddens ‘will give Immediate results, ‘Treat- 
ments should be continued daily. 





COLD IN HEAD—Apply No. 1 Elec 
IF oF tace in contact with a medium current for ten 
seeeee twice Baily. Inhalation from ozone generator 
Rinusy minutes four times daily. Results should be 
expected very _auickly 

conD IN LUNGS—Treat and back through medium 
Thick clothing with No. 1, using & strong eu 
fent for t Tahalations from ozone 
generator fi ily for ten minutes each treat: 

(CHIOROSIS—Same treatment as for Anemia. 

ortris (INFLAMMATION OF COZLON)—This is a condl- 
tion which does not ¥ y methods but which 
fas proved susceptible to the high frequency current. 
Une No.l through clothing for fifteen minutes dally over 
bowel area With a medium strong current. When im- 
provement. takes place, continue three times a week 
fiateria Improvement should be expected in practically 

CONSTIPATION—Electrode No. 1 to abdomen in contact for 
Ken minutes daily. Move Electrode slowly from right to 
left. Follow by Electrode No. 7 in rectum with medium 
Uurrent for five minutes daily. Turn current off while 
inserting of removing Electrode. 

CONJUACTIVITIS (INFLAMMATION OF THE BYE)—Use 
Blectrode No. 16 oF 17 in contact with the closed eyelids 
for three minutes four times dally. Have electrode 
contact with the eye before turning on current and turn 
oft current before removing. 

CORNEAL OPACITY—Same treatment as Blepharitis. 

CONVALESCENCE—Use Electrode No. 1 with a medium 
‘strong current through the clothing so as to produce a 
Spark to the whole body for ten minutes three times 
Quuy. This will ald the patient in regaining strength. 

CXBTITIS—Seo Bladder Diseases. 

DAKDRUEE—Treat over the entire scalp with Electrode No. 
%, moving rapidly. Use a medium current for from five 
to ten minutes. Dally treatments are advised. Mesults 
Should be expected in ten days’ treatment. Should the 
Sealy become Irritated from too frequent treatments, use 
fullder current for slightly less duration. 

DEAFNESS (CATARRHAL)—Use insulated ear Electrode 
No, Zk in the ear as far as possible to insert with a mild 
current for three minutes daily. Be sure and have elec: 
trode inserted before turning on current and turn off 
current before removing, Follow this treatment with 
Blectrode No. 1 in contuct belund the ear with a medium 
current for hive minutes twice daily. Ninety per cent of 
the cases treated will yield remarkable results, Com- 
plete cures may not always ensue, but improvement wall 
be miurked in practicuily every case. Should the sensi- 
fon Of heat become tov great, stop treatment for a time. 
‘he roaring wound should cease after one or two treat- 
ments, 

DIABETES—Apply over abdomen with Electrode No. 1 
through tun clothing with a strong, sharp spark for ten 
Minules daily. ‘Three to six months 1s the average time 
required to cause sugar to disappear. A cure should not 
be expected. Observe proper diet. 

DYSPEPSIA—Hlectrode No, 1 in contact with a strong cur- 
Fent for twelve minutes dally. ‘Treat over the stomach 
and solar plexus, Daily inhalations of ten minutes’ dura- 
Uon from oxone generator are very valuable, 

BARACHE—tve car Llectrode, inserted in the ear as, far 4s 
possible for three minutes’ with a mild current. ‘This 1s 
suilicient to stop the ache in practically every case. 

DISEASES—T diseases of the ear wl 





should not be expected oe 
‘ode In contact for aot more than threw minutes en 
atment.. Treatments may b> taken « tor 
before turning on the current and turn off re 
pe roe er ne 
Svery other day. The Xoray ta the Beat eather se Treat 
ment In these cases. ws adheres hod of treat- 
Ret ree 
ee ee ee 
Sea Sena UMS ae man calor 
FROST BITES—Use Llectrode No. iv with short wick. Hola 
veut onesqunrter, inch fromthe” body" whit’ media 
furront Avent ‘outy tee tone eee 
wae es mentcdbintes Nei ted Seta Ss has ay 
ninWiensAalipia kins edison corrents Abpinrion eee 
SS Re a 
Spot ie eden a 
Ce ee ee eee. 
dae ant erin iene eae aes 
Sy 
a gaat Sau cee 
fines 
eee 
Cae aging ferret eins 
Ae eer ye 
oe deer ieee 
ree 
ona ESOT esromm TO MATURAL COZLOR)—Use 
SE ee ering fapialy evar. 1s scaly Se0 Ree 
deiscuode, NS 5 Berne eee eee wl oat 
Se eee nee een yoat week eaten 
‘Treatments must be kept up for pousibly three or four 
Treats: must Be KAD UP or, Momautiy, romata saa 
SN Oe ene anerrieaees 
Pe eee ro a 
‘eyes, and sides of nose with Blectrode No. 1 with & me~ 
Soot, Ae og OF owe ei cerning or from Ave fo 
iu, Currant and, ULrOED a ei cpaiecota from owen 
Nene eet an Uatnuten sack treaties 
ARSENESS—Use Kiectrode No. 4 in lvose contact with 
ARSE EER Use, Electrode, No, Peatimont four Unies 
dally. urrent, Results should be 


Use ozone 6: 
ment. If used two weeks 
‘wencrall, 


ay, 
comes on, this is y wulliclent to prevent the at 
fake” fe 'will relieve 4¢ used during tue attack. 
BION —See Arteriosclerosis. 
x HIGH BLOOD ‘PRESSURE)—Saine troat- 
mia oF Chlorosis. 
fectrode No. 1 in loose contact for ye 


y ‘the Base of skull 
He esata ts atcke ‘Alao.treat. fora snort, dls 
down “sping and wherever, the 


ty 
hours 1 possible, 


» Relperseale ie te Pasta 
7 





SALT DIEGAGR_I¢ the Mood oreevre Is tow, treatment 

maslonnoime Ther fee rldveh Sh our No, 14 cor, 

iia tirt Sue tect SAS Ho 1 mssciods over tac eg 

rsouiaa Gnenrsaseniass)""Uoe Siscirode So. 1 of So 
oo 

eee & strong current with Klectrode No. 1 held one-I 
ye ee ee 

KaWhniriin PaMAvers Use a spark of appronimaiey 
AE ihe 'parsiyted commas Sears £0 the sbine and over 
Mino’ une Nor meet omanetge guration each treacment 
for‘ave nalnitae Cuise ashe’ Viole CHENEY tn the hand 
aoe 

XHEEUESAS See Cripps 

EEBAGRSTIDN Follow” tastructions given under Dyspepata 

EmEris— Follow laateuccicns patie ash etna, yep 

Eamemorsie Use Electrotar er (st eee 
ta rouse, contact Wink tio Serok AE A, medlum current 
IBnatations twice” Gaus’ seiner fen minutes daly. 
Minutes cach treatment Ininmotien Senerator for te 
Biases arias a tig eA 

EMUOORAMMATollSW fantricthn sien undar Cerviciva 

EiouEm BUBmA (a PAPULAR Wiel Nang Carville 
Bxia)“rollow curcctons een a a lee 

LOCOMOTOR ATAXIA—Treat Particularly well over the 


. A through one-half 
inch clothing with as strong a current as patient can 
ane ptt relief te given, Treat over small of back 
and hus ‘ume different positions until he oF 

‘table in any position. One treatment 





MENOPAUSE (omANOR OF ZIPB)—20 appication 
SpAFKS through thin clothing along ihe mpine tent igo 
fifteen to twenty minutes for the treatment deny! Aim 

MOLES AND MOTH PATCHES ‘uctos oN ye 

sauax pussies Than ders 

NERVOUS DISEASES—Treat over the spine, back of mos 
galas noe taanla Soe en 

MEURALGIA—Use lectrode Nol over the painful area 

MMURIFIB—Gisrt treatments directly ty cutee een ine 
Gained aven. With w aad custene Sor absent ae 
iy inorease the strength of to {ouretrrauaeuts, gradual: 
Faciiee ioe the Sree eda eee eeae se 
but this Is @ good sign so do not dfscontinue treatments. 
Cue high authcrtyy Glatt coca ue, eaten, 
Sipeoten severe ase a eS 

OBESITY—Use Electrode No. 1 in direct contact over the 
Ieilno bony sar niicee aia: anes contact, Gren, the 
is not ao great, it Will be seueeh Chae tee eas wee 
CE Cay Usue to diorene fates nk ne cocaer asi 
tla beduy comes 

PARALYSIS—Treat with Electrode No, 1 through the cloth- 
Seba tarom an, sexaee enesrrete oa oe 
Tor about Aiteen, sattutes twice aig eet ae 
on the paralyzed portions and also on the spine. High 
Frequency Liniment is very valuable in these cases and 
should be applied over the paralyzed area before treat- 
tent with the. Violet Hay. Gur ekperienes hae eae 
Tintialgtead tauy ‘esta fooaity beset 

POISON IVX—Use Electrode No, 1 with long, sharp spark 
and strong earrent Tor taste to Ave aaa a, 

FLBUBINE Same Weatmoent as for Fosumone 

FNEUMONIA—Treat over. the chest and back through the 
Tothing. with wlestaede: Nore ak oe acta ae ete 
Ce a a a I fia 
Unies dally. Also Wee cane Takeiations toe ity euuees 
each treatment twice dally from oxone generator. Relief 
Should be expecionsed sae cuces oaaee ate 

CONDIFIONE—Local application of Blec- 

Head Nard rite and Seer a cae a oe ut 

utes twice dally will ald greatly in relieving soreness 
and help in bringing about a cure in a shorter time. 

mac Same: trontomnplas feed 


Electrode No. 
minutes three 
@ short time 
treated under separate 


OPERATIVE CONDITIO: 
Post-Fracture Conditions. os 
PROSTATIC DISEASES—Electrode No. 7 with a medium 
Current for never more than five minutes daily. Use 
lubricant such ax cold cream or vaseline before insert- 
ing and alwaym insert electrode before «i 
Fent and turn off current before remov! 


authority claims that minety-f 
thix ailment treated by him have 

fand no case in which perceptible tmpro 
noticeable 


BABE) Same treatment an given, Under Ski 
° 
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SPRALWS—if sprain is of long standing, use a strong, sharp 
svark by holding electrode from one-quarter to one- 
half inch above the surface, If otherwise, use Electrode 
No. 1 directiy in contact with a strong current for ten 
fBinutes twice daily. High Frequency Liniment should 
be applied before treatment of High Frequency. 

STIFF NECK—Same treatment as for Stiff Joints. 

STRICTURE OF THE URBTMRA Use Llectrode No. 11 with 
@ mild current for uve minutes dally. Use cold cream 

Or similar lubricant on electrode before inserting. Bo 


Gorereox sonia aitsiee Soves ote was) 
Spies eaten eves Seaanueaas 
Inhalations of ten minutes duration three 
sees eae 
ii ee 





Li for never more 
ent. Use cold 
i And be wure 
removing elec 


14 held one-quarter inch above the 
wart so that @ shower of sparks flows trne 
‘Treat until wart turns white on too 
troyed. Two day later follow with the 
ing wart with finger nalts 

ment Is given successfully, 


4 down the back and 
ine a strong cur 

rode directly in contact After 

tment for five minutes, raise the 

le and pat the surface treated for five minutes 


WRITERS CRAMP—Apply Electrode No. 1 from the finger 
tps to shoulder and upper spine, using a strong convent 
with sharp spark for five minutes twice daily, 








A Working Manual of High Frequency Currents 
By Noble M. Eberhart, M. D., Ph. D., D. C. L,, Professor 
and Head of Department of Physiologic Therapeutics, Med. 
Dept. Loyola University, Chicago; Professor of High Fre. 
quency Illinois School of Electro-Therapeutics. 


Just what the name implies, « working hand-book, telling 
how to use these currents. No lengthy discussions, no per- 
Plexing technicalities (no red tape), 324 pages, over 60. pages 


of illustrations. Handsomely bound. Price $300; postage 10 
cents. 


High Frequency Liniment 
This preparation is manufactured by the Renulife Electric 
Co. especially for use in connection with electric treatment. 


For rheumatism, neuralgia, neuritis, and kindred ailments, it 
proves invaluable. 


Per Bottle .. so eterseseeBLO0 


For use in Oxone Generator. 
Per Bottle . : +8080 


‘The insulation of Electrodes prevents leakage of current at 
side walls and delivers full benefit at point of contact with 
rts to be treated. In using internal Electrodes always insert 


fore turning on current at the knob, and turn off current 
before withdrawing Klectrode. 


Dr. Snow's Set of Vacuum Electrodes 


diame attrac are, deal On posrst wat ‘The set 
contains follow| rodes: Body, Vaginal, Rectal — 
‘Throat, anc Naval 





for Operating: MODEL “( 





o 
PLAN VIEW OF TOP PLATE 


IFat, cotnect the connector plug to lighting socket. On we 
top plate is adjustment knob. (A). The contact point con- 
trolled by adjustment knob ix situated directly over the 
fontact point on the vibrating spring. To operate the 

erator, these contacts must be touching. By. turn: 
ing the iment knob to the right. the current is 
made stronger. By turning to the left, the current may 

«be weakened. 

‘OM the top plate ts alno a xmall switch (S) with three con- 
tact poin-s marked 11, L. and O. When the arm of the 
Awiteh makes contact with point H, use the glass ele 
trodes in the hard cubber handle for external treatments 
Of the body. When the switch arm ts moved to contact 
1, use the glass electrodes for Internal treatments When 
the switch arm ts moved to make vontact with point 0. 
tm frequency treatment currents are shut off and 
‘ozone in generated in the self-contained ozone generator. 
take treatments of ozone, simply Inhale through the alu- 
fuinum mask, which ix connected to the instrument b: 
the tubing. ‘This mask iy made to fit over the nose and 

fnd inbalations may be taken either through the 
‘OF mouth, “Every three or four weeks, It ix nocox- 
nary to place in the ozone generator five or six drops of 
Pine Needle Ol, # small bottle of which will Be found 
To put this Pine Needle Ol! in the 

N¥ Dull Out the L shaped connectio 

‘of the generator on on 


‘Pull this 
"Pour in five or alx drops of Pine 


lage Connection. 
(B), on the top plate of the 
‘only. ‘The nickel lated tubing 


ee ag HR 
ee SOE 
aera regular Treats it Chart, 
Be Rea recast ct 

Gee aes 


‘found 
18 part of the Model © ontnt. 
RENUEDTS ELECTRIC C0. Inc, 

‘Detroit, Mick. 








